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Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Atlantic Coast Pipeline: REJECT Water Quality Permit 


Please Do NOT support the Atlantic Coast Pipeline. Please REJECT the NC 401 Water Quality Certification permit that 
would allow construction of the line. There is NO redeeming feature for the process and production of energy through 
fracking. It must be stopped. 

Sincerely, 

Barbara and Bob Robertson 
4019 Old NC 10 
Durham, NC, 27705 



